Cathedral  of  St.  John  the;  Divine, 
Amsterdam  Avenue  and  112th  Street, 
New  York  City 


Cathedral   of   St.   John   the  Divine 
sterdam  Ave.  from  112th  to  113th  Streets 
This  monumental  edifice  is  the  third  larg' 
place  of  worship  in  the  world,  only 
ceeded  by  St.  Peters  in  Rome  and  Sev, 
Cathedral  at  Seville,  Spain. 
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